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UNCLASSIFIED 

PAGE 01 QUITO 02249 071337Z 
ACTION ARA-10 

INFO OCT-01 ISO-OO EB-08 /019W 

080108Z 101341/62 

R 062053Z APR 77 
FM AMEMBASSY QUITO 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 3810 
AMCONSUL GUAYAQUIL 

UNCLAS QUITO 2249 

E.O. 11652: N/A 

TAGS: BEXP, BENC, EC 

SUBJECT: FOREIGN GOVERNMENT TENDER 

REF: A) STATE 03826; B) QUITO 1574 

1. 331/01/T020 

2. 040577 

3. R. HEFFERN 

4. 331 ECUADOR 

5. Q 

6A. CONT ACT- 

68 . ING. LUIS H. LUZURIAGA 

6C. EMPRESA ELECTRICA QUITO S.A. 

SECRET ARIA GENERAL 

AV. 10 DE AGOSTO Y LAS CASAS 

QUITO, ECUADOR 

7. SG-02-77-EEQ 
UNCLASSIFIED 

UNCLASSIFIED 
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8. 062777; 10:00 AM 
9.201 

10. 3511 196-0000. TURBINE FOR ELECTRICAL GENERATION. 
TYPE: INDUSTRIAL OR GAS JET. SEE REFTEL A, PARA 4. 
REFTEL B, PARA 12. 
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3629323-0000. THERMAL ELECTRIC GENERATOR. 

11. TENDER FROM EMPRESA ELECTRICA QUITO (EEQ) CONTEMPLATES 
THE CONSTRUCTION OF A THERMAL ELECTRIC POWER STATION, 

TO INCLUDE THE FOLLOWING: COMPLETE PLANT DESIGN INC. 

CIVIL ENGINEERING AND AUXILIAR SERVICES. MARINE AND 
LAND CONVEYANCE OF ALL MATERIALS TO CONSTRUCTION SITE, 
NECESSARY STORAGE, AND INSURANCE TO COVER TRANSPORTATION 
AND CONTRUCTION. SUPPLY OF SPARE PARTS, WHOSE VALUE 
MUST BE AT LEAST 10 PCT OF THE FOB PRICE OF MATERIALS, TO 
GUARANTEE AT LEAST 10,000 HOURS OF OPERATION. REQUISITE 
TESTING AND INITIATION OF PLANT OPERATION. PLANT 
SUPERVISION, OPERATION, AND MAINTENANCE, AND TRAINING 
OF EEQ PERSONNEL. 

12. CONTRACTOR MUST ACCEPT FOLLOWING CONDITIONS: INDIVIDUAL 
FIRMS OR CONSORTIUMS MAY BID. BIDS MUST COVER ALL SERV- 
ICES AND MATERIALS CALLED FOR IN THE TECHNICAL SPECIFICATIONS. 
AT THE OPTION OF EEQ (VALID FOR 90 DAYS AAD JUDICATION), 
CONTRACTOR MAY SUPPLY A SECOND THERMAL ELECTRIC PLANT. 
PROPOSALS MUST INCLUDE THE CONDITIONS FOR THE CONSTRUCTION 
OF THIS SECOND UNIT. 

FINANCING REQUIRED AND MUST INCLUDE 7 TO 9 YEAR 85 PCT 
FINANCING FOR IMPORTED MATERIALS AND EQUIPMENT. 

REMAINING 15 PCT MAY BE FINANCED FROM EEQ FUNDS ON A 
SHORTER TERM BASIS. EXPENDITURERS IN LOCAL CURRENCY 
MAY BE FINANCED DIRECTLY FROM EEQ. "SUPPLIERS CREDIT" 

OR "BUYERS CREDIT" ARE ACCEPTABLE. IN THE CASE OF THE 
LATTER, CONTRACTOR WILL ESTABLISH CONTACT FOR THIRD 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 QUITO 02249 071337Z 

PARTY CREDIT - EEQ WILL WORK OUT THE DETAILS. 

FINANCING WILL BE A DECIDING FACTOR. PROPOSALS WILL BE 
SUBMITTED IN TWO ENVELOPES: ONE, (DOCUMENTOS DE 
CALIFICACION) TO PROVE THE SOLVENCY AND TECHNICAL 
ABILITY OF THE CONTRACTOR, TWO, A PROPOSAL FOR THE 
PLANT PROPER. SPEED WITH WHICH PLANT CAN BE PUT ON 
STREAM WILL BE A DECIDING FACTOR. THERE WILL BE A 5 PCT 
PERFORMANCE GUARANTEE, PAYABLE UPON ADJUDICATION. 

13. PROPOSALS MUST BE HAND DELIVERED. MAIL NOT ACCEPTABLE. 

IF PROPOSALS DO NOT COINCIDE WITH ITS INTERESTS, EEQ 
RESERVES THE RIGHT TO CANCEL THIS TENDER. THE BASIS 

FOR PROPOSALS. TECHNICAL SPECIFICATIONS, AND OTHER 
DOCUMENTS MAY BE OBTAINED FOR A NONREIMBURSEABLE COST 
OF 5 THOUSAND SUCRES (US$200) AT THE ADDRESS CITED. 

BLOOMFIELD 
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